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Problem 

INV allows user to change a stock nuntoer v^en quantity on hand is not equal 
to zero. 


Solution 

The problem is corrected by following the steps listed below. 

1. Backup the diskette(s) and make the changes on the Backup copy of the 
program. 

2. In BASIC load the program by typing IDAD"IMS/BAS". 

3. Make the following corrections: 

CHANGES (Retype the line or refer to the Edit section of the owners manual) 
DELETE LINES 238, 240, 242 

Old Line: 234 P(JT1,I(I,0):QOSOB184:IFKF<>0THENKF=0:N1=I:N2=I(I,0): 

I (1,0 )=-!( 1,0): V1*=I (1,1): ND=^D+l: QOSOB292: NI=NI-1 

New Line: 234 aOSUB900:PUTl,I(I,0):QOSOBl84:IFKF<>0mENKP=^:Nl=I:N2=I(I,0): 
I(I,0)=-I(I,0) :V»=I(I,1) :M>=M>tl:GOSOB292 :NI=NI-1: RETURN 

Old Line: 236 IPCS<>CVS(F1$(9))'IHENGBr2,3:LSETGl$(6)=MKD$(CVD(Gl$(6))+ 
(CVS(FI$(9))-CS)*QT):PUT2,3 


New Line: 236 NI=NI-l:GOSUB318:RETURN 
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